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货物运输条件鉴を书 

Certification 
for Safe Transport of Chemical Goods 

普通货物 

車ち免痛；.翊屯池:成お配/無件/鄕屯池納/細?驾子 I じ池飢 AS 10 E 3 目 
ず干ロロぶ巧 j • 1し化8幾 iAh /9 働 

Name of Goods ： Goods of spare P.n (Li-ion Battery) AS10E36 U. IV, 則ひ 0] 她/刖师 
: 斯丹达（上海）能源有限公-巧 

を^. 斯丹达（上海）能源巧限公司 



上ミ每イとホ兜を测中'义 
(上海天料イ をち が测有限公司） 
Shanghai Research Institute of Chemical Industry Testing Centre 
(Shanghai TECH，Chemical Industry Testing Co.,Ltd ) 
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し危隧性识别 （Hazards identification) 

无。 

None. 

2 .を运按照 lATA DGR 办理的类项 (Suggestion according to lATA 
DGR) 

巧松祁述巧蜡 J をが:み^理。 

The substance is not restricted to lATA DGR according to packing 
instruction 965 General Require 前 etUs and Section IK 


3. 包装嬰求 (Packaging requirements) 

巧おお‘通巧物条件か胜。 

The goods are packaged according to the packaging requiretnent or ordinary 
goods, 

检薪日朗； 2010年 12 巧 06 日 巧- ッ mn 财リト m 祖^.^!！ JI: 2011年 Oi 巧0旧 


备を 
Comment 


段げ,みみ巧お屯卵屯池。む被忡が帖が即お池操が巧お . i 
The sample is a rechargeable lithium battery. The 
battery handling label* The package is acco 田 panie； 
instruction of [ATA DGIl 



りおな被挽明の文忡， 
11 iliium 

the りがいじ R 


批准 

Approver; 


歡ぃ加 c! 就：が峰 


AP 吉 L : 細龙 
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Certification for Safe Transport of Chemical Goods 
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样品ぶ称 
Name of Goods 


中文 
Chin 色 se 


英文 

English 


迫检单位 Consignor 


销 I 屯池:ぶお配 / おが：/細屯池組/郁巧かじ池飢脱肥36 
11. IV，8400 mAh/ 削 Wh 


Goods of spare part(Li-ion Battery) ASlOESb 
n.IV, 84001 nAh/94Wh 


烟丹达しと海)能源が附公司 


生产单位 Manufacturer 


斯丹化（上海）能瓣が限公む J 


控:查方法、程序 
nsepection Methods and 
Procedures 


S 刮 I 鑑了論 T DF —SCOODS- 


样品外观与性状 
Appearance & Odor 


黑を塑肢外が，お奥 

black plastics cemcnl shell , odor 1 css 


鉴 を结果 

TRANSPORT INFORMA - ON 
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试验项 目ぶ 称 
Name of Test 1 に ms 

お验结を 

Test Result _ _ _ 

で成賴た、舟瞄、離气、お赫、巧破龍ぶ起ん刹が后邮陋亞大于ぶ跑远 I 

. no venting . no tiisassembly . no rupt 載 and no fire 
the open circuit voltage of each test cell or battery after testing is not less than 
90 % of its voltage i 邮 ledia 化 ly prior to this procedure. The test result conforms to 
the requirements of slantlard. 

巧巧 摸 欺 
Altitude 
simulation 
(38, 3 lest l) 

お測が 

Thermal lest 
(38.3 test 2) 

无孤邮 "! 火、お臟、で排气、でが化、无破裂な及起火 • 顯にがり卜豁电庙 ‘ 大モ拠*之が 

的 90% 。试胳巧合お姐耍水。 ，, 

Ho mass loss . 〇〇 leak な ge , "o v€iiting . no disassembly , no rupture and no fire and 

the open circuit voltage of each test cell or battery after testing is not な than 
日 0% of Us voltage iiiunediately prior lo this procedure. The test result conforms to 
the requirements of standard. 

お动 

Vibration 
(38. 3 test 3) 

巧质巧热火、无が 1. 雜、で徘气、で解 ‘ 化、ぶ邮嫂が及起火，测 i 式む的が跡电巧大于试聪とり 

の卵％。が验符を际准要ぶ * . ， 
No 而过 S 自 loss P no leakage p no v じり tin 扫 ，no disBSsetnbly ^ no rupture snd no fiie and 
the opeII circuit voltage of each test cell or battery after testing is not less than 
90% of its voltage irmiedialely prior to this procedure. The test result conforms to 
the requirements t>f standard. 

外を 

Shock 

(38.3 test 4) 

无质巧损夫、无測霜、でげ气、でおが、で祕裂な及起火。测村:にの开陆を巧大テが验之抑 

的日日％。が验巧合林池嬰求。 

邮 mass loss ， UOleakage , no ve が in 目 ， no disassembly , no rupture and no lire and 
the oDcn circuit voltage of each test cell or battery after testing is not less than 
90% of its voltcJge i(timedlately prior to this procedure. The test result conforms to 
the require 町 ents of standard. 

外短路 

External short 
circuit 
(38. 3 test 5} 

化刹ぶめ加内お ‘ 血 ’ 温度 < じ 0 で，でが化、お乂现象。试验巧なお觸要求。 

The extern 罚 1 temperature does nol exceed 1 了 0 で ， no disassembly, no fire within six 
hours of this test. The test : result conforms to the requirements of standard ， 

碰搖 

Impact 

(38. 3 test 6) 

が测试的日 h 内燕邮總搜 <i70 で，疋解体、おぶ规象。な验巧なお准驻求， 

The external tempera lure does not exceed 170 で ， no disassemb い％ no fire within six 
hours of ihis icsi. The test result conforms lo the requirements of standard* 

过お电 
Overcharge 
(38*3 test 7) 

を測ぶ的 7 天叫 tRj みで解体和お火。试胳巧なお准取求。 

Mo disassembly, no fire within seven days of this lest. The test result conforms to 
the requirements of standard* 

强制放を 

Forced discharge 
(38. 3 lest 8) 

7 

化它 

Other 

屯地述 111 池おけ品须が 1 お化り J おを iJW の内虹お小かお花が时的か包装内 . 梓 , ！！ , 满披おいけ防山阳陈 • 

The aiunple of the battery or cell is packed in inner packagings that completely 
enclose the battery or cell.The 川叩 le is packed in strong outer packing- Tha 占口の pie 

隙がな ii 装け院域ホ送し 2 米な落な龄，化みお的 ili 池をががミ叔，没な产化行致み化化池のなな.巧姑ぶみ 
が肋池み ; 的巧な；おお化总术 lit 不が过； 10 相 ( を巧）。 

ihe tested package is capable of withstanding a 1.2 の drop test in any orientation 

Aithoui damijge to cells or batteries contained theroin, without sliiftiiiK of the 
contents so as to tiHow battery to battery or cell to cell contact and without 

1 releas りり f conieuts. The package does not exceed 10kg gross na な * 
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Certification for Safe Transport of Chemical Goods NO. 2111012356 





















